THE  UNITED  STATES 
COAST  GUARD  MEMORIAL  CHAPEL 

Located  at  the  Coast  Guard  Academy  in  New  London, 
Conn.,  was  erected  in  1951  by  nationwide  public 
contributions.  This  beautiful  chapel  is  for  religious 
worship  by  all  faiths,  and  is  dedicated  to  the  heroic 
and  valiant  members  of  the  Coast  Guard  who  have 
sacrificed  their  lives  in  the  performance  of  duty  in 
peace  and  in  war. 
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